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1. tbs proposal contained in reference dispatch vas given 
aost thorough study here 'by the Interested individuals. It was 
final ly decided that the installation in question was not suffi- 
ciently vital to warrant undertaking the operation* with Its 
considerable risks of ovpo sure , at this time. 

2. However, please continue to forward to us other such 

proposals as rsay eose to your attention. 
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